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| AUGUSTA 
marks New England's trend! 


| Augusta, capital of Maine, is another New England city where 
Dresser Couplings are now in use on water lines. The project 
illustrated here—a new extension now supplying an outlying 
section along the main road to Lewiston—was financed out of 
current funds of the Augusta Water District. Lined and wrapped 
steel pipe, 85%’’ OD, was speedily Dresser-coupled and back- 
| filled along edge of busy highway. Write for Catalog 36. 


FIVE REASONS WHY MODERN WATER LINES ARE DRESSER-COUPLED: 


PERMANENT TIGHTNESS—proved for 50 years, on 150,000 miles of pipe. 
Q FLEXIBILITY: 1 pipe ts—p t in every line—are absorbed. 
5} SIMPLICITY—joints are “factory-made”; ordinary labor can install. 

4 STRENGTH—predetermined; joints safely withstand any specified p Cutaway view of Dresser Coupling, 

8 TRUE ECONOMY—a truly lower joint cost throughout the life of the line. epelprarmise Prem fc,” 

Write for our General Catalog No. 36. 

thus ing failures 


that often occur with rigid joints, 


DRESSER MFG. COMPANY, BRADFORD, PA. - 230 Park Avenue, New York, N.Y.» Peoples Gas Building, Chicago, Ill. - Shell Building, Houston, Tex. 
{ 1038 Polk Street, San Francisco, Calif. « In Canada: Dresser Mfg. Company, Ltd., 60 Front Street, West, Toronto, Ontario 
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